MIDVAAL LOCAL MUNICIPALITY 



TARIFF 


CODE 


DESCRIPTION 


WATER 




THE TARIFFS LISTED BELOW ARE VALID FROM 1 JULY 2017 


I DEFINITIONS 



For the purposes of this tariffs, "month" means a calendar month 
or a period between two consecutive readings of the meter, providing 


that the period shall not be less than 1 0 days. No minimum charges 
shall be levied in respect of meter reading covering a period of less 


than 15 days. Provided that, except with the consent or at the request 
of the consumer, not more than 12 readings shall be taken within 


I a period of one calendar year in respect of the same meter. 




Availabilitv Charaes 






EBW721 
’ EBW741 


EBW721 
’ EBW711 


' EBW731 


EBW711 


Except as provided in sub-item 2, the following availability 

charges per month or part thereof shall be payable by the 


owner per erf, stand, lot or other area, with or without 

improvements, which is, or in the opinion of the Council, can 


be connected to the mam, whether water is consumed or not. 


Erven used or intended for purposes set out in item 3(1) 

Erven used or intended for purposes of flats and multi-family dwellings, per erf 


Erven used or intended for purposes set out in item 3(3) 

Erven used or intended for purposes set out in item 3(4) 


Erven used or intended for purposes set out in item 3(5) 

Agricultural Holdings 


Erven used or intended for purposes set out above 

Approved Indigents 


The charge set out in sub item (1 ) shall not be payable by 


a township owner in respect of an erf, stand, holding or other 

area of which the water supply scheme has been constructed 


by himself at his own expense until such erf, stand, holding or 

other area has been transferred or until building plans are 

approved by the Council on such area 


The charge set out sub-item (1) shall be payable by the owner 

or occupier (where liability shall be joint or several) of such 


erf, stand, premises or other area 


CHARGES FOR THE SUPPLY OF WATER 


[Irrespective of the meter reading period, the following charges will apply. 


Domestic (private residences) per kl, per month 



26.78 

0.00 

-100.00% 

90.20 

0.00 

-100.00% 

26.78 

0.00 

-100.00% 

80.33 

0.00 

-100.00% 

80.33 

0.00 

-100.00% 

26.78 

0.00 

-100.00% 

80.33 

0.00 

-100.00% 

- 

- 

0.00% 


DD0331 


EWA001 
' RV0331 


WA0331 
■ RV0380 


Indigent households 


Indigent households 
Non indigent households 


Non indigent households 



EWA012 
' RV0012 
’ VA0451 


VA0452 


0-6 Ir 


7-12 Ir 
'0-4 k 


5-12 h 
’l3-20kl 


21 - 30kl 
' 31 - 45kl 
' 45+kl 


Vaal Marina Holiday Township 

’ 0 - 30 kl 


31 kl+ 


Provided that where an erf Is sub-divided into more than one 
residential portion, each of which has a separate entrance. 


each portion shall be metered separately 

Provided that where a private residence is put to more than 


one use, the highest tariff in respect of such different uses 
shall apply, unless the portions put to such different uses 


have been provided with separate meters. 


Flats and multi-family dwellings, if each dwelling 

is not separately metered, per kl or part thereof 


Residential Areas 

Vaal Marina Holiday Town 






19.71 

22.52 

14.26% 

15.47 

17.85 

15.38% 



































































EWA007 


RV0007 

EWA007 


(3.4) EWA003 


IVA0002 


WA0002 

DD0002 


EIK002 

EWA002 


RV0002 

EWA008 


EWA013 


(3.7) 




(3.8) EWA009 




(3.9) EWA004 


(3.10) 


1(3.11) IEWA014 


DESCRIPTION 

WATER 

Charitable institutions, NGO's. PBO's, NPO’s, churches, church halls 


social, athletic and sports clubs, public hospitals, schools and school hostels, 
except race courses, sports grounds or halls used for profit, per kl or part thereof 


The water supplied to any Manufacturing, Industrial or 


[Business which interalia includes the following: 


Shops, offices, banks, garages, tearooms, butcheries, 

bakeries, laundries, restaurants, hotels, private hostels, 


boarding houses, lodging-houses, industrial compounds, 

married and single quarters (if supplied through one meter), 


race courses, sport grounds or halls used for profit, theatres, 

workshops and temporary supplies per kl or part thereof. 


Heineken Breweries - Randwater purchase price + R0.025 per kl 


Informal settlements where water is supplied by 

a stand pipe per kl or part thereof 


For any quantity of non-potable (grey) water 


supply to consumers per kl or part thereof 


For any quantity of non-potable (grey) water 

supply to consumers in areas outside the 


municipality the same rate as (3.7) plus 25%. 


Charges for the supply of water to municipal departments 


Water Leak Adjustment Tariff applicable to residential tariffs 


Township Developers can apply for a special consumption tariff during the 
development of the project. The Project must be bigger than 50 Hectares. 


[(The tariff is based on Business/Industrial Tariff Less 25%) 


2016/2017 2017/2018 




1(3.12) IEWA015 [Sport Clubs leasing landfrom Council 




CHARGES FOR CONNECTING WATER SUPPLY 






For the supply and laying of the following 
connection pipe and inslallalion of the meter 
inducting connecting the suppiy per contractor 

'20 mm 

' 50 _ 

' 80 

too mm 


Fire and other connections not specified herein. Estimated 

average costs as determined by the ED: Engineering Services 

plus 15%. Such costs shali be certified by the ED: Engineering 

Services and such certificate shall be prima 

facie evidence of the correctness thereof. 


Prepaid Connection Costs for a new pre-paid connection 


' CHARGES IN CONNECTION WITH METERS 


For a special or unnecessary duplication reading of a meter 


For the moving of the meter on the same line or removal at the request 


of a consumer per household meter supplied by the Council 


For the testing of a meter up to and including 25 mm 

supplied by the Council, in cases where it is found that the 


meter does not show an error of more than 5% either way 

Contractor's fee plus 50% Administration fee. 


For the testing of meters of sizes 40 - 150 mm supplied 

by the Council, in cases where it is found that the meter 

does not show an error of more than 5% either way 

Contractor's fee plus 50% Administration fee. 


For the testing of Council meters of all sizes from 15mm to 150mm 

In cases where it was found that the meter is faulty, the meter lest fee will 


be fully refunded to the customer. 


Rental per portable meter per month or part thereof 


Refundable deposit per portable meter 



1(5.8) I [Charges for installing a water restrictor 


I For the provision and inslallalion of a water restrictor valve at household 


I I [connections, when required by the Municipality. 


















































































TARIFF 

DESCRIPTION 

i 2016/2017 I 

i 2017/2018 I 



CODE 

WATER 










6. 



NO VAT 

NO VAT 










The following initial deposits shall be payable when 






application for delivering of water to a premise is made: 










(6.1) 


For flats, dwellings and town houses (excluding users with 






prepaid meters) which amount if insufficient, shall be 






increased to the average consumption of three months 






after the consumption of three months has been determined. 

1 050 

1 157 

10.20% 







(6.2) 


For businesses/industries (excluding users with prepaid 






meters) which amount if insufficient, shall be 






increased to the average consumption of three months 






after the consumption of three months has been determined. 

4 000 

4 408 

10.20% 







(6.3) 


All other consumers (excluding users with prepaid 






meters) which amount if insufficient, shall be 






increased to the average consumption of three months 






after the consumption of three months has been determined. 

1 050 

1 157 

10.20% 







(6.4) a. 


Beneficiaries of Provincial funded RDP housing is exempted from 

Exempted 

Exempted 




paying a deposit for the opening of a Water account 










b. 


The deposit for Water become payable at the promulgated Tariff upon 






approval of building plans to improve the RDP properties. 












GENERAL 










(7.1) 


Composite supplies: Where a supply is taken for various 






uses through one meter, the highest relevant tariff shall apply 






to the whole of the consumption. If the supply is arranged 






so that each type of consumer is separately metered, the 






relevant tariff applicable to each shall be charged. 










(7.2) 


For the purposes of the charges payable in terms 






of item 3, meter readings shall be taken in 






gallons where necessary and converted 






to kl on the basis of 220 gallons being equal to 1 kl. 










(7.3) 


Where the Council is called out to private premises 






to attend to a complaint regarding a leakage in the 






Council's water system and it is found that the leakage 






is in the water system within the premises for which 






the Council is not responsible. 

445 

476 

7.00% 







8. 


WATER RESTRICTION TARIFFS 












The Municipality may be required to restrict (other than the debt 






management restrictions) the demand and usage of water by its consumers in 






drought, water shortage, and disaster and water crisis situations. 






The restriction may take the form of voiuntary restriction by consumers 






where upon they reduce the consumption or usage on their own, pressure 






reduction, installation of water management devices, rationing and/or water 






cuts at given times. In all cases the water restriction tarifts shall apply. 












Should water restriction be declared by Council or its delegated authority; 






the percentage increase shall apply and be payable as follows in 






respecf of uses listed in the following items. 












The increase shall be with effect from the date as pronounced by the Council 






or the delegated authority. 












Level of consumption (all categories of residential users) 


% Increase 




Consumption 0 - 20kl 


0% 




Consumption 21 - 30ki 


10% 




Consumption 31 - 45ki 


20% 




Consumption > 45ki 


30% 










All other categories of users for any consumption in excess of levels as approved 
by Council should water restrictions be applied 


25% 



THE FOLLOWING MUST BE NOTED: 

1 . The Midvaal Local Municipality shall have the right to restrict the water supply to any customer who has unsettled debt with the Municipality. 

2. The figures quoted in this Schedule of Tariffs EXCLUDE Value Added Tax. 

3. These tariffs shall be read in conjunction with the By-laws for the Supply of Water Services published by the Midvaal Local Municipality. 


S COETZEE 

EXECUTIVE DIRECTOR: ENGINEERING SERVICES 






















































